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Scientific Affairs and Communication 



Tlae rode of the Scientific Affairs and Communicatioii group is to initiate and support scientific communication that meets scientific 
and public health standards of evaluation. This communicatioti is done through four main functional ar^s, 

■i- loteraaJ and axternal commiinication 

This ai^ is primarily in charge of communicating scientific information. Internally to PM USA employees as well as to other 
employees of the Altria Group, Inc and externally to the scientific and public heath communities. This group ensures that 
communication is consistent, efficiecit and understandable to each audience they communicate with. 

'i. Sciontific Informartion Management 

Scientific Information Management's objective is to increase the transparency of current and past Smoking and Health 
research efforts undertaken by Philip Morris USA Inc. This objective is achieved by communicating this research, and the 
context under which it was conducted, to a wide variety of audiences via PM USA Intranet and Internet websites. This 
information will summarize PM USA's risk and harm reduction efforts, major technological advancements, patents, 
publications and scientific findings covering the past 50 years since the Inception of PM USA's Research, Development and 
Engineering facility in 1952. 
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